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OSA-2536-64 
22 May 1964 


MEMORANDUM FOR: Chief, Automation Branch, OSA 


SUBJECT : Friden Flexowriter and Friden 
Feledate Communicetions Equipment 


REFERENCE 


ee 


OBA~ 2408-64 dtd. 14 May 1964 


i. This Staff has determined through tests and 
surveys conducted in the Headquerters srea thet the 
Subject equipment presents no security hazard in its 
pregent locxtion, Room 5B 2817. 


2. Shonid you consider using the mechines 
outside the Headquarters area, such a8 in a field 
location, please furnish all pertinent details to this 
Staff which will refer the proposal to the appropriate 
component in the Office of Security. 


=. if you desire further information, please 
25X1A contact EEE on extension 4397. 
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